

A highly saturated rose blob on a very unsaturated red 
background 



A highly saturated, almost white blue blob on an almost 
hueless, dark orange background 


A rather saturated, very light blueblobonavery 
unsaturated, light green background 











A very unsatu rated, almost black orange blob on an 
unsaturated, dark blue background 



An unsaturated, very dark green blob on a rather 
saturated cyan background 



Avery unsaturated, lightviolet blob on an unsaturated, 
light blue background 



An unsaturated blue blob on a rather saturated indigo 
background 



An unsaturated, light magenta blob on a rather 
saturated orange background 



A very unsaturated blueblobona highly saturated, very 
dark orange background 



Avery unsaturated, light blue blob on an almost hueless 
violet background 



An unsaturated, very light cyan blob on an unsaturated 
yellow background 



An almost huelessgreen blob on avery unsaturated, 
almost white cyan background 



An unsatu rated, light violet blob on a highly saturated, 
very light green background 



A rather saturated, very light blue blob on an almost 
hueless, dark red background 



An unsaturated green blob on an unsaturated yellow 
background 



An unsaturated green blob on an unsaturated, very light 
red background 


A rather saturated, light yellow blob on an unsaturated, 
very light blue background 



A rather saturated, light red blobona rather saturated 
rose background 



An unsaturated, light blue blob on an almost hueless, 
very dark red background 



A highly saturated, very light green blob on a very 
unsaturated violet background 



An unsaturated, dark blue blob on an unsaturated, dark 
cyan background 



An unsatu rated, almost black yellow blob on a highly 
saturated, lightgreen background 



Avery unsatu rated, almost white green blob on avery 
unsaturated, almost black green background 


Avery unsaturated, almost white cyan blob on avery 
unsaturated, very light green background 



A rather saturated green blobonan unsaturated orange 
background 



A highly saturated, light cyan blob on a rather saturated, 
dark yellow background 


A rather satu rated, light yellow blob on a very 
unsaturated, very light cyan background 



Avery unsaturated, light blue blob on an almost hueless, 
very light purple background 



An almost hueless blue blob on an unsaturated, very 
dark yellow background 



An unsaturated green blob on an unsaturated, very dark 
yellow background 



A highly saturated, light blue blob on an almost hueless 
orange background 



A rather saturated cyan blob on an almost hueless, light 
purple background 



A rather saturated yellow blob on an almost hueless, 
almost black green background 



Avery unsaturated green blob on a rather saturated, 
very light rose background 



A highly saturated, lightgreen blobonan unsaturated 
green background 



A rather saturated, light magenta blob on an 
unsaturated, very light cyan background 



An unsatu rated, very dark orange blob on an 
unsaturated, light yellow background 



A rather saturated, very dark red blob on a very 
unsaturated blue background 



A rather saturated, dark magenta blob on an 
unsaturated red background 



A very unsaturated, almost black purpleblobonan 
almost hueless yellow background 



An unsaturated, very dark green blob on a highly 
saturated blue background 



A highly saturated blue blob on a very unsaturated, 
almost black red background 


A very unsaturated, almost white yellow blob on an 
unsaturated, very light indigo background 



An unsaturated, almost white orange blob on an almost 
hueless indigo background 



An almost hueless, light red blob on an unsaturated 
magenta background 



A rather saturated green blob on a highly saturated 
purple background 



An unsaturated, darkorange blob on a very unsaturated, 
light magenta background 



A highly saturated magenta blob on an unsatu rated, 
almost white green background 



An unsaturated yellow blob on a highlysaturated cyan 
background 



A rather saturated, almost white purple blob on a very 
unsaturated, very dark green background 



An unsaturated yellow blob on a very unsaturated 
indigo background 



An unsaturated yellow blob on an almost hueless, very 
dark rose background 


A highly saturated green blob on a rather saturated, 
light cyan background 



Avery unsaturated green blob on a highly saturated, 
very dark red background 



An almost hueless, almost black magenta blob on an 
unsaturated, very light magenta background 



An unsaturated green blob on a very unsaturated cyan 
background 



An unsatu rated, light blueblobona rather saturated 
blue background 



A highly saturated, almost black rose blobonahighly 
saturated, very light purple background 


An almost hueless, light purple blob on a very 
unsaturated, almost white yellow background 



A very unsaturated, very dark green blob on a very 
unsaturated orange background 



A rather saturated blue blob on a highlysaturated, light 
green background 



A highly saturated, almost white green blob on an 
unsaturated, very dark blue background 



A highly saturated, almost white blue blob on a highly 
saturated, light red background 



A rather saturated indigoblobonan unsaturated, very 
light blue background 



An unsaturated green blob on an unsaturated, very dark 
cyan background 



An almost hueless, very dark cyan blob on an 
unsaturated, light red background 



A rather saturated green blobonan unsaturated blue 
background 



An almost hueless, dark magenta blob on a highly 
saturated, very dark green background 



An unsatu rated, light yellow blob on a rather saturated 
rose background 



A highly saturated green blob on an unsaturated, almost 
black red background 



An unsaturated green blob on an unsaturated cyan 
background 


An unsatu rated, light magenta blobonahighly 
saturated, very light blue background 


An unsaturated, lightgreen blob on a rather saturated, 
very light blue background 



An unsatu rated, almost black green blobonahighly 
saturated, almost black indigo background 



An almost hueless, very light cyan blob on a very 
unsaturated, very light orange background 





An unsaturated, dark rose blob on a highly saturated, 
light rose background 



A highly saturated, very dark red blob on a rather 
saturated, very light magenta background 



A highly saturated, very light orange blob on an 
unsaturated red background 



A highly saturated green blob on an unsaturated, light 
magenta background 



A rather saturated, dark blueblobona highly saturated, 
light rose background 



An unsaturated, very dark violet blob on a rather 
saturated yellow background 



An unsaturated cyan blob on an almost hueless, very 
light cyan background 



A rather saturated, almost black cyan blob on a rather 
saturated blue background 


A highly saturated, very light green blob on an almost 
hueless, light magenta background 





















































A rather saturated, darkgreen blobonan unsaturated 
rose background 



An almost hueless, very light green blob on a rather 
saturated red background 



An unsaturated green blob on a very unsaturated, 
almost white green background 



An unsaturated, light rose blob on an unsaturated, very 
light lime background 



A rather saturated, very dark yellow blob on a rather 
saturated, light cyan background 


An unsaturated, almost white magenta blob on an 
unsaturated blue background 



A highly saturated, dark orange blobonahighly 
saturated, very dark magenta background 



An unsaturated yellow blob on a highlysaturated, very 
dark orange background 


A rather saturated, very light yellow blob on an almost 
hueless, light rose background 



An unsaturated red blob on an almost hueless, almost 
white cyan background 



A rather saturated green blob on an almost hueless, very 
light cyan background 



An unsatu rated, very dark orange blob on a very 
unsaturated blue background 



















































































































































































































































































A highly saturated, very light orange blob on a very 
unsaturated, very dark blue background 



An unsaturated, lightorange blob on a very unsaturated 
orange background 



A highly saturated cyan blob on an unsaturated, light 
cyan background 



A highly saturated, very light green blob on a rather 
saturated, dark green background 


Everyday my Webserver generatesa new book, filled with 100 
blobs of a random size, random shape and a random colour on 
a random coloured background. As long as this Webserver 
exists, this library will keep on growing. 

Created for Vasil is van Gemert — and you — by his Webserver. 

More books with random blobson 
https://vasilis.nl/shop/books/blobs/ 

Prints of random blobscan be boughton 
https://vasilis.nl/shop/posters/blobs/ 

Much more random stuff on https://vasilis.nl/random/ 



